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Slides and Revolves in the Most 


Simple Manner. 












_ A Great Deficiency 


: has been felt in the ordinary windows: 






1st. They invariably stick so that they can- 
not be opened, or they rattle, which is 
very annoying. 










2nd. It is necessary to weather-strip the 
windows to keep out dust, rain and cold. 


y 3rd. The ordinary locks amount to nothing, 
which has been demonstrated by the 
easy access burglars have in entering 

- houses through windows. 


4th. The inconvenience and danger of fall- 
ing and taking cold while washing win- 
dows on the outside. 














WE SAVE YOU 50 % IN TIME AND FUEL. 


The 
Cleveland Reversible 
Windows 
Fully guaranteed, are splendidly adapted 
- for Public Buildings, School Houses, Hos- 
pitals, Dwellings and Factories, as they 
embrace all modern conveniences, are 
handsomely designed, and so simply 


constructed that any child can operate 
them. 


Our windows slide and revolve in the most 
simple manner, thus making it conven- 
ient to wash both sides of the sash 
from the inside of the room, which 
saves time and spares life and limb, 
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The adjustable weather-strip assures that 
they will never stick or rattle and also 
serves as a most effective burglar-proof 
lock. 





They are more substantially constructed 
than the ordinary windows and have no 
springs to get out of order. 


Being extensively used in buildings of every 
description we are prepared to give the 
very best references when applied for. 


The windows must be seen to be fully ap- 
preciated. 
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